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MMIS , 


PART III 
Factories and Boilers Department 


NOTIFICATION 


No. T1- 3287 /2011/F & B . 

21st June 2012 . 
Results of Second Class Boiler Attendants Competency 

Examination - 2012 


It is hereby notified as required under Boiler 
Attendants Rules , 2011 of the Second Class Boiler 
Attendants Competency Examination 2012 held on 13th , 
14th and 15th June 2012 was published . 


The candidates with the following register numbers 
are declared passed in the Second Class Boiler 
Attendants Competency Examination 2012 . 


1 
11 
20 
32 
43 
56 
69 
81 
93 
104 


2 
12 
21 
34 
44 
57 
70 
83 
95 
105 


3 
13 
23 
35 
45 
58 
71 
84 
96 
107 


4 
14 
24 
36 
46 
59 
72 
85 
97 
108 


5 
15 
26 
38 
47 
60 
73 
86 
98 
109 


6 
16 
27 
39 
48 
63 
74 
87 

99 
110 


7 
17 
28 
40 
50 
65 
75 
88 
100 
111 


8 
18 
29 
41 
51 
67 
78 
89 
101 
112 


10 
18 
31 
42 
53 
68 
80 
91 
103 
113 


Office of the Director of 
Factories and Boilers , 
Thiruvananthapuram . 


(Sd .) 

Chairman , 
Board of Examiners. 


